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SERVICE SPECIFICATIONS 


COOLING 


TORQUE SPECIFICATION 


2AZ-FE 


Part Tightened 

N-m 

kgfcm 

ft-lbf 

Water pump x Cylinder block 

9.0 

92 

80 in.lbf 

Water pump x Water pump pulley 

26 

265 

19 


3MZ-FE 


Part Tightened 

N-m 

kgfcm 

ft-lbf 

Water pump assy x Cylinder block 

8.0 

82 

71 in.lbf 

Idler sub-assy No. 2 x Cylinder block 

34 

347 

25 

Engine mounting bracket RH x Cylinder block 

54 

551 

40 

Generator bracket No. 2 x Cylinder block 

43 

438 

32 

Water inlet x Cylinder block 

8.0 

82 

71 in.lbf 

Water inlet pipe x Water inlet 

20 

204 

15 
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